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1 8 January 195^ 


MEMORANDUM FOR: C/TSS/APD 
THROUGH ; AC/TSS/TA 

SUBJECT : 4o Inch Telescoping Telephoto Lens for Use 

WITH 35 MM Cameras 


1. The Photographic Division has evaluated subject lens 
TO A limited extent DUE TO TIME CONSIDERATIONS AND TURNED IT 
OVER TO THE REQUESTING PARTY FOR THEIR TEST, EVALUATION AND 
TRAINING. In our OPINION, THE UNIT FUNCTIONED VERY WELL AND 
THE PARTY WHO RECEIVED IT APPEARED TO BE VERY HAPPY WITH ITS 
PERFORMANCE. 

2 . In using the first model, we discovered that a few 

CHANGES MIGHT MAKE THE UNIT MORE USEFUL AND WE SHOULD LIKE TO 
HAVE TSS/APD CONSIDER THEM FOR INCORPORATION IN THE LENSES TO 
FOLLOW. 


A. Some means of critical focusing. As it now stands, 

THE FINAL TUBE MUST BE MOVED IN AND OUT AND FINALLY TIGHT- 
ENED AT THE POINT OF FOCUS. THIS IS NOT PARTICULARLY GOOD 
SINCE THE TIGHTENING OPERATION FREQUENTLY THROWS THE FOCUS 
OUT. 

B. The insertion of a stop, or guard, to protect the 
IRIS MORE positively SO THAT WHEN THE LENS IS COLLAPSED, 

THE IRIS WILL NOT BE DAMAGED. 

c. Wider surface where the tripod socket is located 

FOR GREATER SECURITY OF THE LENS WHEN MOUNTED. A 2^ INCH 
SURFACE SHOULD PROVIDE GREATER STABILITY. 

D. To INCORPORATE SOME MEANS OF ACCESS TO THE REAR 
ELEMENT OF THE LENS SO THAT IT CAN BE CLEANED. 

E. Knurl a 4 inch section of the extension tubes so 
THAT they will NOT SLIP WHEN HANDLED BY AN OPERATOR WHO 
MIGHT BE WEARING GLOVES OR USING THE LENS IN DAMP WEATHER. 

F. Install stops so the threads on the extension tubes 

CANNOT INADVERTENTLY BE TIGHTENED TO THE FREEZING POINT. 

G. Provide interchangeable camera mount fittings so 

THAT THE LEICA WITH REFLEX HOUSING OR THE EXAKTA CAN BE USED. 
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3 . We request that the second lens, of the three we 

REQUESTED 28 JUNE 1955 EQUAL TO THE ONE WE RECEIVED ON THE 

FIRST MODEL IN RESPECT TO FOCAL LENGTH, MAXIMUM APERTURE, AND 
RESOLUTION. WE HOPE THAT YOU WILL FIND IT POSSIBLE TO DELIVER 
THIS SECOND LENS BY | APRIL 195^* 


25X1 


Chief, TSS/Photographic Division 

Distribution: 

- c/tss/apd"9 

1 - TSS/SRB 
I - PD/f I l e s 


tss/ta/pdJ 


S£CBET 
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